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ROY BONIN APPOINTED NEW DIRECTOR OF LIBRARIES 


MONTREAL / February 8, 1993 -- Concordia University is pleased to 
announce the appointment of Kenneth Roy Bonin as Director of Libraries. 

Dr. Bonin comes to Concordia from Université Laurentienne/Laurentian 
University in Sudbury, Ont., where he oversaw the building of that institution’s 
new central library building. 

He has worked in a variety of library settings, serving as deputy department 
director of the 21-branch Winnipeg Public Library, assistant director for 
administrative services of the University of Manitoba library, and associate 
librarian at the University of Toronto. | 

Dr. Bonin has graduate degrees in European history (from the University of 
Alberta), library administration (from Drexel University in Philadelphia), and 
university administration (from the University of Toronto). He spent last year on 
sabbatical from Laurentian, finishing his doctorate on the public financing of post- 


secondary education. 
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